Handhabung 



Operating Instructions 



Denken Sie imnier daran: Sie liaben cine UVaUc unci keln Spielieug In Inren Hli"deri 
H,i!|en Sie die Wa'le iiinier iti.iiii; sic!ie'» Richlunq' 

SictlBrung 

Ihr Gewehr ist mil einer mariuelleii Schiebesicherung ausgeriislet. In der hinteren Stel- 
lung (weiGe Marke sichtbaf) ieI bs gesichert. Dureh Verschieberi in die vordere Position 
(rote Marke sichtbar) ist das Gewehr entslctiert. 

Der Slcheruiigsfiebel soli exM in der Position „Slcher" oder ..Feuer" eingerastet sein, 
niemals dazwischen. Lassen Sie llire Watie in gesichertem Zustatid his unmittelbar 
vor Aem ScbuB. Beriihren Sie nicht den Abzug, wenn Sie die Sicherung betatigen Qder 
wenn Sie noch niclit scliieBen wollen. Vefgewissern Sie sicti, dalJ bei der Betatigung 
der Sicherung der Uuf itirer Waffe Immer in eine sicliere Ricbtung vrelst. 

Laden iinil ScliieBen 

WflRNUNG: Die elgentlictie Walfe enthalt kein Blei; man kann jedocti daraus blelhalti- 
ge Munition Oder Mnnillon, die Bleikoinponeiiten belnhaltet verscbieHen, was im Staat 
von Kaiifornien als krebsefreQcnd gilt, zu Anomalien bei Geburten und/oder Fortbflan- 
zdtigstoxizitat lutiren kann, Diejenigen, die mil der Waffe scliieBen, sich neben einer 
Person aufhalten, die schiel3l, Oder Waffen reinigen, werderr hiemiit ver den Gefahren 
gewarnt, die das Blei iiiid Bleikomponenfen beinhalten. Sie soilten gesundbeitilcfie 
ScliutznnalSnabnien ergreifen. Vermeiden Sie den Kontakt mil dem Blei bei der Hand- 
habung und waschen Sie sicb die Hande iiach denn Kontakl, Eiiie gute Lultvenlilatlim 
ist bei ScbielJen In gescbiossenen Raumen unbedingt notwendig, 
VergewlssBm Sie sicli, dafl Sie sich an einem 2um SehieBen zuplassenen, gelabr- 
losen Ort befinden und daB Sie iiber die richtlge Munition iiir Itir Gewehr veliigea. 
Verwenden Sie Irisctie Munition aussctilielSlicb in dem aul dem Lauf Ihres Gewehrcs 
angegebenen i<aliber. Beachten Sie unbedingt die umseibgen auBerstwIchtigen 
Bedienungshinweise. Achlen Sie auBerdem unbedingt daraul, dali das Laulinnere Ihres 
Gewehres vfllUg Irei von Fremdkbrpern Ist. 

Entblen Sie ziinachst das Schioli nnit einem Tneb und das Laufinnere mit einem 
Seidenwerkpoister. das Sie an einem PutzstocK betesligen. 

VJenai Sie das SchloQ Oflneii - KammergritI nacti oben heban und leicht bls.jum Anschlag 
riach hinien Ziehen -vjird der Sohlacitiolzen gespannt und Sie kPnrien eine Patrone aul die 
Ladeiuke leaen. Beim Scbllelien wird die Patrone in rlas Lager elngelQhrl, Ai^hlen Sie beim 
ansctiiiefendcn VetrsegBlrr oes icbiosses daraul dali Sie den Kammergrilf bis zum 
Anscnlaai i i ti it '-t nun geladen und sciiuBbsrei, Der Signalshit 
(rol) lit u-i oa AbschiLiBkappe heraiis (sielie Abb-) Jeizt 

mulide 11 iliBiiir ( 1 so 11 tiPrt werden, Schieben Sie den SicherungshsbBl 
nach hirt i ne Htt l 

Nur wenn das Gewehr gefahrlos in Bine Richtung welst, in der slnSi obnehin Ihr Zlel 
beflndet. belaligeo Sie die Sicheruna, mdera Sie den SIcherungshebel nach vorne in 
die Position „Feuer ' sctiieben Iroter Punkt wird sictilSar). Achten Sie daraul, tiaB dabel 
tir Finger auRerlialb des Abzugsbiigels bieibt. Netimen sie nun das Gewehr in 
Anschlag und vergewissern Sie sich. dab sich zwischen Ihrem Gewehr und denn Zlel 
kein Hindernis heliedel. Wenn Sie dann das Ziel genau im Visier haben, Ziehen Sie den 
Abzjg. 

Mach der SchuBabgabe wird durcli Olfnen und voiles Zuruckzlehen des Schlosses die 

leere Palroiienhulse ausgeworlen 

Entladen 

Mach dem SehieBen muB die Walfe aus Sicherheitsgrundeo entladen werden, Olfnen 
Sie die Kammer und bberzeugen Sie sich, dal3 das Patronenlager fret/leer ist. 
Zerlcgeii des Schlosses 

Beinn Herausnebmen des Sohlosses aus der Waffe muB der SctiloBhaltei gedruckt 
werden. Zum Entspannen den Kamnierstengel im vorderen Drittel einspannen und im 
Uhrzeigersinn schwenken. Die Feststallscltraube mil beigelugtem Schliissel Ibsen und 
die AnscbluBkappe abschrauben. Die Schiagbolzenteder mit der Druckhulse abstreifen 
Den Kammerstengel mil dem Schlagbolzen bis zum Anschlag nach hinien Ziehen und 
dber die Spaimtasle abziehen. Der Schlagbolzen laBt sich dann beraiisheben. 
Das Zusaninrensetien folgl in umgekehrter Reihenlolge. 

Einsetzen des Schlosses 

Nehiiien Sie das SctilofS Sd in die Hand. daB der Kamimergriff nach rechts stelit. Das 
ScbloB wifd dnrch Sctiwenken des Kammerstengels gegen den Uhrzelgeisinn bis zum 
Anschlag gespannt. in dieser Slellung laBt sich das SchloB In die Gewebrhiilse ein- 
luhren. 

Einstellung des Mat[:liabziiges 

Das Abzugsgewicht kann durch Hechtsdrehung der Schraube a (s Abb.) erhiibl und 
dutch Linksdrehung erleiehtert werden. 

Ist bei der Ubenwindung des Druckpujiktes ein Nachzlehen spiirbat, ist dieses dutch 
Rechlsdrehen der Oruckpunktschraube b (s. Abb.) zu beseitigen. Lost sich der Schuli 
ohne spijrt)aren DruckpunkI, so muB die Druckpimktsclifaubs nach links gedreht 
werden. 



Attention: Vou nave a gun and not a toy ni your hands. 

Al'.vavs point the gun In a E2le diieclicn 

Safety 

Your rifle is equipped with a manually operated safety lever. In the rear position (white 
mark vislbie), it is on safe. By pushing the safety isvar into Its lorward position (red 
mark visible), the saiety catch is released. 

Place the safely fully inio "sale" or 'fire" posibon - ne»er in betureen. Alvjays keep 
safety in lull "safe" position until ready lo lire. Do not place linger on trigger when 
operating safety or wlienever you ate not ready to shoot. Place Ihe safety in the "safe" 
position whenever your rllie is loaded and not to be llred imnediately. Be sure the 
muzzle is always pointed in a safe direction when operating safety. 

Loading and shooting 

WARNING; The actual firearm does not contain any lead; however,il does fire 
ammunition containing lead or lead compounds known to the State of California to 
cause cancer, birth defects and/or reprorlucflve toxicity. Those who discharge a 
lirearnt, stand near someone who discharges a firearm or cleans firearms are hereby 
warned of the dangers presented fty lead and lead compounds and shorild take 
protective liealth measures. Avoid exposure 10 lead while handling and wash your 
tiands after conlact. Proper air venlilatlon is absolutely necessary when shooling 
indoors. 

Make sure you are in a safe place to shoot and that you have Ihe correct ammunition 
lor yr>ur rille. Use Iresh ammunition only ol the type that corresponds to the calibet 
marked on your rifle barrel. Make sure you have read and understood the important 
points on Ihe other page ol this manual. 

Make sure iiie bore of Ihe barrel of your rifle is free from all obstructions. 

First of all degrease the bolt with a cloth and run a dry patch through the bore of your 

rifle. 

Open the bolt and move it siowlyto the rear. The opening .stroke cocks Ihe tiring pin. Now 
you can set ttie cartridge. A closing stroke ol the boll loads the cartridge Into the chamSer 
Make sure wlien closing the boll, Ihe bolt handle Is lully pressed down until il comes to a 
stop The rllle is now loaded and ready lo fire. The signal pin (red) Is visible and stands out 
ol the bolt shroud (see pic). Now you Immediately have lo push the safety lever back- 
wards (while mark visible/see pic). 

With ttie rille still pointed in a safe direction and towards your Intended targe!, release 
the safety by pressing the safety lever forwards to the "lire" position (red mark 
visible). Ivlake sure your finger is still outside the trigger guard. Raise the rifle to your 
shoulder after checking to make sure that there Is no obstruction between your rifle 
and the target When you have Ihe target in alignment with ttie sights, pull the trigger. 
Alter firing, the empty case is ejected by opening the bolt. A new cartridge can be 
loaded Into the chamber. Your nfle is then ready to tire the ne.xt round. 
Unbailing 

For safely reasons II is absolutely necessary to unload the rifle after shooting. Qpeii 
the bolt and check thai the chamber is emply/unloaded. 



Qisassembling the bolt 

When removing the boll, press the bolt stop. For uncocking, swing the boh handle 
clockwise, Loosen the securing screw by means ol the wrench enclosed with the rifle 
and screw otf the breech bolt shroud. Slip off the firing pin spring with the firing 
sleeve. Pull back the bolt handle with the firing pin lo the stop and withdraw it over the 
cocking notch. Then the firing pin can be removed. 
To reassemble Ihe bolt, proceed in reserve order. 

InsertlnB the belt 

Hold the bolt in your hand so that the bolt handle is direcled lo the right The bolt is 
cocked by swinging the bolt handle counter-clockwise to the .^top In this position, the 
bolt can be inserted into Ihe receiver. 

Adjustment of tbe ma1t:h trigger 

fly turning the screw a (see exploded view) to ttie right, tbe trigger weigh! can be 
increased and by turning the same screw to the left, it can reduced. 
11 you feel a certain creep, when reaching the letoff point, this has to be eliminated by 
turning the trigger pull screw b (see exploded view) lo the right. It the trigger can be 
released without feeling any trigger pressure, tbe trigger pull screw musi be turned to 
the left. 



Sicherung 

safety 

sQrete 



Sitter 
sale 



Sicherungshebsl 
safety lever 
levier de sOreta 




operating Instructions 



Attention: Yoy have a gun and not a tny ir your hands 

Alwap point the gun in a sm tlirection 

Safety 

Your rifle is equipped with a manually operated safely lever, Iti the rear position (white 
mark visible), It is on safe. By pushing the safety lever into Its forward position {fed 
mark visible), the safety catch is reieasett- 

Place the safety (nlly into "safe" or "tire" position - never in between. Always keep 
safety In full "safe" position until ready to fire. Do not piacs finger on trigger when 
operating safety or whenever you are not ready to shoot. Piace the safely In the "safe" 
position whenever your rifie is loaded and not to be fired immediately. Be sure the 
nnuzzie is aiways pointed in a safe direction when operating safety. 

Loading and shaating 

WARNING: Tile actual firearm does not contain any lead; however, il does fire 
ammunition containing lead or lead compounds known to tiie Slale of California to 
cause cancer, birth defects and/or reproductive toxicity. Those who discharge a 
firearm, stand rear someone who discharges a firearm or cleans firearms are hereby 
warned of the dangers presented by lead and lead compounds and should talte 
protective health measures. Avoid exposure to lead while handling and wasir your 
hands after contact. Proper air ventilation is absolutely necessary when shooting 
indoors. 

Make sure you are in a safe place to shoot and that you have the correct ammunition 
for your rifle. Use fresh ammunition only of the type that corresponds to the caliber 
marked on your rifle barrel, Mal<e sure you have read and understood the important 
points on the other page of this manual. 

Make sore the bore of the barrel of your rifle is free from all obstructions. 

First of all degrease the bolt with a cloth and run a dry patch through the bore of your 

rifle. 

Open the boll and move It slowly to the rear. The opening stroke cocks the liring pin. Nov; 
yoi> can set the cadtiifge, A closing strokS of the bolt loads the cartridge Into the chambei', 
tutafce sure when closing the Soil, the boll handle Is fully pressed down until II comes to a 
stop. The rllle Is now loaded and ready to fire. The slooal pin (red) is visible and stands out 
ol Ihe boll shtouJ (see pic ), Now you immediately have to pu.sh the safety' lever hacJt- 
wrrls (white nm ■/sla e/se? pic). 

With Ihe rifle still pointed In a safe direction and towards your intended target, release 
the salely by pressing the safely lever forwards to the "fire" position (red mark 
visible). Make sure your finger Is still outside the trigger guard. Raise the rIfie to your 
shoulder after checking to make sure that there is no obstruction between your rifle 
and the target. When you have the target In alignment with the sights, poll the trigger. 
Alter firing, the empty case Is ejected by opening the bolt. A new cartridge can be 
loaded Into the chamber. Yoor rifie Is then ready to fire the next round. 
Untoaiting 

For safety reasons It is absoiutely necessary to unload the rifle after shooting. Open 
Ihe bolt and check that the chamber is empty/unloaded. 



Disassembling the bolt 

When removing the bolt, press the bolt stop. For uncocking, swing (he bolt handle 
clockwise. Loosen the securing screw by means of the wrench enclosed with the rifle 
and screw off the breech boll shrood. Slip off the firing pin spring vjlth the firing 
sleeve. Puil back the holt handle with the firing pin to the stop and withdraw il over the 
cocking notch. Then the tiring pin can be removed 
To reassemble the bolt, proceed in reserve order. 

Inserting tlie bolt 

Hold the boll In your hand so that the bolt handle Is (ilrecled lo the righl. The bolt is 
cocked by swinoing the bolt handle counter-clockwise to the stop. In this position, the 
bolt can be Inserted into the receiver. 

Adjustment of ttie match trigger 

By turning the screw a (see exploded view) to the right, the trigger weighl can be 
Increased and by turning the same screw to the left, it can be reduced. 
If you feel a certain creep, when reaching the letoff point, this has to be eliminated by 
turning the trigger pull screw b (see exploded view) lo the right. If the trigger can be 
released without feeling any trigger pressure, the trigger pull screw must be turned to 
the left. 



Adwg / Schlagholzen gespanni 
Irlgger/lirlng pin cocked 
dilcnte/petculeur armS 

Siflnslslilt 
signal pin 
goupillede signal 




Ah7uj / Schteigbofzen enlspamil 
trigger /firing pin uncocked 
dilente / perculeur ne pas armi 



Abschlulikappe 
toll shroud ■ 
coilfe de lErmelure 



Pflege 




AGHTUNGI Ziir Vermeidung von Korrosion mufi die Lajfbohrung Linmittetbar nach 
dm. SchteRsn troGhEndLirchgewischt, griintlllch gereinigt und anschlieOend mit 
Bin&m Waffenpflegemittel konaerviert werden. 

Es ist unbedingl darauf zu achten, dafi weiciies Material i'vi das ReFnigungsg&ral 
verwendetwird. 

Alle StalilteSte sind von Ze\\ zii Zeil mit einem guten Waflerol einzufetteii; damlt die 
bruni^rte Oberflache gut erhalt&n bleibl. Nach dem Sctiiefien ist daraut zu achten, daB 
sich kme Patrore mehr im Lauf befindet und die Waffe niir im efitspannlen Zustand 
verwahrl und transoorliert wird. 

WfliRNUNG; Im Staat Kaiifornien ist bel<annt, dal3 B!ei gder BfBij^omponenten l?rebs- 
erregend sind, Anomalien bei Geburten und/oder Fortpflanzungstoxizitat hervonufei 
kbnnen. Die Personen, die Waffen reinigen, soilten SchutzmaUnahmen erpretfen, uin 
den direkten Kontal^t oder die Bemhrung mit soichen Cfiemikaiien zu vermeiden, 

Die Sicherheitsvorschriften fur den Umgang mit Waffen mtissen unbedlngt 
beachtEt und eing&lraltGn wcrden. 



Care 



Attention! To prevefit corrosion, the bore should be wiped drv immediately after 
shooting, thoroughly cleaned and Itien b& conserved by means of some speciaJ gun 
lubrication. 

Make absolutely sure that only soft material is used for tlie cleaning equipTnert. From 
tima to time, all stGel parts should be oiled with a good gun oil in order to maintain the 
blue finish surface. 

After shooting, maka absolutely si>re that there is not any cartridge in the barrel and 
ttiat tne weapon is stored aod carried in uncocked condition only. 

WARNING; Lead or lead compoiirtds are known to the State of California to raiise 
cancer, birth defects and/or reproductive toxicltv. Those who clean firearms should 
take protective measures to avoid contactor exposure to such chemicals. 

The satety rules tor handling weapons sliould hs tollawed and observed 
strmtly. 



Entretien 



Attention! Poyr eviter la corrosion, I'arme doit etre essuyee a sec immidlalement 
apres le tir, rettoy&e et ensuite elie doit etre conservfie a TaitJe d'utie tiisle 
anticorrosivE pour armes. 

li faul vei!ler a ce que des matiSres molles sont utilisess pour i'uslensile de nettoyage. 
Pour conserver la surlace bronzee, toules ies pieces d'acier doivent etre enduiles d'une 
bonne hnile speciate pour armes de temps en temps. 

Acres Ic tir, II faul absolumeat faire attention ^ r;e qu'aucune cartouctie ne se trouve 
plus dans le canon e! que I'arr^e le n'est gardfe et Iransportfe qii'eti Stat dSsarmS. 

les 



Komlunnel 
front sighi — 
pied de guidon 



HiJIse mil Verschlufiiylinder 
reiaiver witli bolt 

ItoTtn de culasiie a^sz crjiasse mr^hile 



ScdtoBhalier 
boll slop 

arriitoir de la culasse 




flTTENTlDH; L'Etat de Calllornie affirms que le ptomb peul causer un cancer ou 
d'autres nnaladies. Toute personne qui nettoie une arnie a feu doit prendre toutes 
precautions pour eulter le contact direct avec ce produit chinilque, 
Les prescriptiDtis de securite concernant le maniement des armes doivi 
etre observees et suivies strlctement. 



Abzug 
Trigger 
Detente 



Die Maldibiichse ist mit folgendem Abzitg ausgestattet 

Ttie small bore rifie Is equipped with the following trigger: 

La carabine a petite calihre est equlppee avec la detente suivante: 



Abiug 
In'gper 
detentf 



Pistoisngriff 
pislol grip 
poigqee pislolel 



Scball 
' slock 
cfosse 




wemraucn warren 



wemraucn uuns 



Wir gratulierer Jhnen zum Kauf dieser Repetierbiichse, 

WEIHRAUCH-KlBlnkalibergewehre siiid tetens bewahfl und ayfgrunil ifirer Prazision 
aulierst zuverlassio. In itirsr Kofistrgktion entsprechen sio den groBen AnforderuriBeii. 
die art modeme Matcli- urpd Jagdwaffen gestellt werden. 

BcvDr Sie die Wafk in die Kand nelimen, maclien Sre sich zuerst aniiand 
dieser Bedieninigsanicitung irit der Funktion und Handhaiiung vertraut. 
Lassen Sie sicK von einetti Fachmann Anleitungen lur rictitigen Bedienutig 
und zum richtigen Umgang mit einer Wafle geben. 
WARNUNG! 

Weiin Sie sine Waffe id die Hand netimpi, vergewisssm Sie sich iraraer selbst. ab 
die Wal[c peladen oder yngeladen isl Offnen Sie zuerst te Sclilali und vergBwissem 
Sie sich, daB sich keine Patrone mehr im Patronenlager belindet und dec Layl voiikommeii 
Irei von PaJtikein Oder VeTSChmuI^ung isi (sia'na Handhabuag) Verlrauen Sie la dieser 
Bezietiung niemanden auBer ihrer eigenen Kantralle. 

Der Jmgang mit Sportwatlen erfordert immer griiote Sorgtait und Gewissen- 

hattigkert ailer am Scliielien beteiligten Persbnen, 

Zielen Sa me auf Personen und geheii Sie jui 1i 3{hi.-: - ' iI iI i , mn sporlwaffen 
Liri, ganz gleich, sie geiacieii Oder - wia nian gla.i: ' ::i-ib. 
Getien s!e davon aas, daBauch die sichersta Waffe ., ::.i-"i.^Ren Gebrauch 
sijr Sie und andere gefahrlich werden kann. Halter Sie ais vvalie steis so, dafi Sie und 
Urbeteiligte nichl gelalifdet warden Konnen. 

Beiiandein SiejedeWaffe Immer so gewissenliaft, als ware sie geladen, selbst 

nachdem Sie sie personlich iiberpriifl haben. 

Steilen nder legen Sie eine geiadene Walfe niemais ab. 

VenA'ahren Ste ScliaBwaflen und l\flLinition getfennt voaeinander, unter Versctilui3 bitd 
auBertialb der Rcichweite von Kindern 

Der Fmger darl sicU ijle am Abzun beiinden. aulier zur gevwollten SchuBabgabe, 
Verlassen Sie srch nie iiif I i li i ' r Waffe. Eine Sicherung isl nur eiii mecha- 
nischesTeil und kem F Kf It und Ge^vissantiafljgkeit- 

Uberzeiiyen Sje sich dai i n i-^l bevor Sie.sie reinigeb. 

Enlladen Sie immer dir^ Aat ul i ith in ein Haas; Auto, Fahrzeug, Boot, Zelt 
Oder irgendein Gebaude begeben. 

Uberprijfan Sie Ihr Ziel und den Hintergmrd. Fragen Sie sicb, was ihi GeschoB treffen 
konnte. wenn Sie llir Ziel verfehlen. 

Nehmen Sieweder Alkohdl noch Drogan vol unfl wahrend ItirerSchteBaktivitaten zu sich. 
Ziehen Sie die Watte niemais mit der Labfmundimg auf Sie gerichtet auf sich m. 
Eteigen Sie nie nfiit einer geladenen Waffe iiber einen Zaun odor Graben Oder auf 
einen Baum Oder htochsitz. 

.Beini Laden und Entladen muli die Waffe mit der LaufmUndung immer in eine sichere 
Richtursg gehalien werden, 

Niemais die Waffe in gespanntem 2ustat)d ablegen, 

SctiieBen Sie nie au1 harte Bodenoberflachen oder Wasser . . Das GeschoB konnte 
abprallen, 

Legen Sie Ihre Hand nie iiber die LaufmiJndung. 

Uasseji Ste die Watfe nie an einenn Platz zuriiek, wn sie fallen iind em Schuf? losgehen 
kbnnte, 

Verwenden Sie baiir SchieBen einen Gehbrschutz sowie eine Sicberherts-ScliieBbrille. 

Uberpriifen Sie die Munition aut das nchtige zu Ihrer Waffe passende Katiber. 

Viele Munitionsbezeichnungen klingen ahnlicb. Vergev^fissern Sie sieh, daB Sie keine 

falsche fulnnitEon in Itirer Waffe verwenden. 

Wir emplehlen Itmen Iteine alte oder wiedergeladene Munition zu wwendpn 

Zuschauer sollten sich wahrend des Ladens, Entladens und Scbiefiens immer minde- 

■stens 3 m hmter dem Schutzen befinden. 

Laden Sie die Waffe nur, wenn Sie auf denn SchieBstabd bereif zum Schietten sind: 
enllarten Sie sie, wenrt Sie den SchieBstand verlassen. 

Transpertieren Sie eine Watte nie in Ihrer Tasche. Handtascbe oder hinter den Giirtel 
geklemml Verwenden Sie Immer etn Futteral Oder Kolfer Oder ein passendes Hotsler 
mit Sicherhertsbbgel. 

Versuchen Sie nie. den Abzug zu verstelten. Durcti Veranderungen des Abzugsvor 
wejes wird die Einrasltiefe der Rasten verandert. Dies ksnnte gelahrlich werden. 
Bei der Handhabung, beim Zerlegen und be\m Zusammenbau der Waffe darf keine 
Gev^'all angewendet werden. 

AcbtenSie immer darauf, dafJ sicti die Watfe in einwandtreiemZusland befindet. 
Bei Einwirkungen mn auBen, z. B. Korrosion, Herunterfallen usw, muB die Waffe von 
einem Fachmann iiberpruft worden 

tJnsachgematie Handtiabung und nnangelbde Pflege kbnnen die Sicherheit und die 
Funktion der Waffe beeintrachtigen, Acbten Sie immer daraul, daB auch das Lauf- 
nnere gereinigt und nicht verstopft isf, wie z. B. durcii Mumtionsriickstande. Verande- 
rungen an den Walfen dljrfen nuri^on autorisierten Fachieuten vorgenommen werden. 
UnsachgeniaBe Eingriffe, Bescbadigungen oder Veranderongen dorch Drftle lassen 
leden Gewatirleisiungsanspruch verfallen. 

Bitte beachten Sie, daB auch die sicbersfe Waffe durcb unsacligemaBen Umgang fijr 
Sie und andere getahrlich merden kann. 

SchieBen mil ungeladener Watfe ist zu vermeideii, uni Abnutzung oder Bruch von 
Teiien zu verhiiten. 

Fiir Schaden. die durr;h faischen Gebraucti entstehen, kann der HersteJIer nicht haftbar 
gemaclit werden. 

Ut/ARNUHG: Diu uiyuiitiiulie Waite entiialt kein Blei; man kann jednch daraus bieihalttge 
Munition oder Jylunition, die Bleikomponenten bEintrattet versctiieBen. was im Slaat 
von Kalitornien als krebserregend gilt, zu Anoimalien bei Geburten und/oder Fortpflan- 
ziingsloxizitat liibren kann. Diejenigen, die init der Waffe schieflen. sich neben einer 
Person aufhalteri, die schieBI oder WaffeiT reinigen, werden hietniit vorden Gefaliren 
gemrnt, die das Blei und Btelkomponenten beinhalten. Sie sollten gesundbeitliche 
Schutzmatinahmen ergrsifen. Vermeiden Sie den Kontakt mit dem Blei bei der Hand- 
babung und waschen Sie sicb die Hande nach dem KontakL Eine gute Luffventilation 
isl beim SchleBcn in geschlossGnen Raiimen unbedingt notv/endig 
SorD«n Sie daiijr, daQ dlese Bedienungsanlettung unbedingl immer beim 
(iewefir 1st. Insbesnndere wenn es verkauft, verlielien niter sonstwle 
Britten iiberlassen wird. 

Falls Sie noch irgendwelche Frageii zur Waffe inid ihrer Handliabung hahen, setzen 
Sie sich mil uns in Verbinduno. Wir erteilen gernc weitere Auskiinfte. 



We congratuiate you on your new rcpeatet. 

WEIHRAUCH small bore rifles have proved best and, thanks to their precision, they are 
highly reliable. In their desigrr, they come up to the high standards expected froim 
modern match and hunting rifles. 

Before iiandling any weapon, first tliaraughly familiarize yeurselt witti its 
funotians and handling prrti^ediire by carefully reading the instruction 
manual. Get also instructions from a [competent firearms instructor before 
using any gun. 
WARNING! 

Every lime you handle a gun you stioold check it lor ammunition Never take 
someiody's word that the gun is unloaded. Always check for yourself! Point the 
muzzle in a sate direction, open the boll and Inspect the chamber to be sure it is empty 
and the barrel is free of any obslruciiDh (see OpErating Inslrijclions). 
Special care is devoted to the use of guns fer all people taking part In shooting events. 
Treat every gun as If it were loaded, even after yciii have personally checked It , , , all 
the time. 

Never aim at people and do not handle this gun carelessly, regardless of whether It Is 
loaded, or, as you may THINK, unloaded. 

Never forget that even the safest weapon can be dangerous lor you and for other 
persons if not handled corret:tly. 

Never rely on a gun's "salety" to protect you from iinsaie gun handling, A safety is 

only a mechanical device, not a substitute for common sense. 

Be certain the gun Is unloaded before cleaning, 

Always empty guns before entering a house, car, truck, boat. RV, camp or any 

building. 

Do not leave your gun loaded. 

Never pull a gun towards you by the muzzle. Oon't climb a tree or cross a lence or 
ditch with a loaded gun. 

Load and unload with Ike muzzle poinled in a safe directir)n. 

Always store guns and ammunition In separate locked cabinets and beyond the reach 

of children. 

flever leave your gun unattended. 

When receiving a gun always open the action and check that it's unloaded, 
flever put your hand over llie muzzle of a gun 

Keep your finger "off" the trigger until you are actually aiming at the target ready io 
shoot. 

Be sure ol your target and backstop belore you shoot- Ask yourself what your bullet 
will hit if it misses the target, tilever shoot at hard Hat surfaces or water , , , bullets will 
ricochet. 

Never put aside the gun with r:ocked action. 

Guns and alcohol or drugs don't mix. Don't take them before or during shooting 
activities. 

Never use force when using, stripping or assembling: the weapon. 
Always use ear protectors and shouting glasses. 

Have your gun always ins;:ecfed by a quahtied gunsmith if il has suffered fiom 
corrosion, dropping or otner external damage- 
Incorrect handling and lack of maintenance will inhpair the function and safety of the 
weapon. Inspecl the barrel for an obstruclion. It must be always cleaned. 
Warranfy Claims: tfie manufacturers ol weapons are disperised from liabitity for all 
claims resulting Irom unauthorized tampering witti any mectianism, damage caused 
by using force, or modifications made by llnrd parties. All work on iveapons must be 
done by aulhorized gunsmiths only. 
Never put aside the gun loaded. 
Avoid dry firing in order to prevent wear or breaking 01 parts. 
Attention; Even the best and safest gun can be dangerous for you and others il it is 
used the wrong way. 

Never leave a gun where it could tall and lire- 
Check ammo to be sure It is right size and caliber. 

Old or reloaded ammo may rie dangerous. We recommpiid against ir" ru i' 

Spectators should he at least 10 feet behind and away from the shooter while loading, 
tiring and unioading. 

Load the gun only when on the range preparing to fire, and unload it before leaving 
the range- 
Never carry any handgun in your pocket, purse or lucked in a belt or waistband Use 
a pistol case or a proper holster with safely flap or strap. 
Don't try to change your gun's trigger pull, because alterations ol trigger pull usually 
affect sear engagement and may cause accidental liring, 

Many ammiinition identifications sound similar, Make sure you do not use wrong size 
ammo in your gun. 

We do not vi^arranf for injury caused by abuse, 

WARNINErThe actual gun/firearm does not contain any lead; hovjever it does fire 
ammunition containing lead or lead compounds known to the State of California to 
cause cancer, birth defects and/or reproductive toKlcity. Those who discharge a 
gun.'firearm, stand near someone who discharges a gun/tlrearm or cleans guns/fire- 
arms are hereby warned of the dangers presented by lead and lead compounds and 
sliould take protective health measures. Avoid exposure to lead while handling and 
wash your hands after contact. Proper aii ventilation Is absolutely necessary when 
shooting indoors. 

Make sure that this instructien manuel is kept with the rifle. It should 
accompany the rifle if It was ever sold, loaned or otherwise given away to 
any other person. 

If you have any questions referring to this gun and to gun handling, please contact us. 
We shall be glad to give you further advice. 



Armes weihrauch 



Nous VDiis [elicitons de I'actiat de votre fysil a repetition. 
Grace a leur precision el S leur soiidite, les carabines de petit calibre WEIHRAUCH 
sont des armes eprouvfes. Dans leur construction, elles rSpondent anx exigences 
posees aux armes de concoLirs rnodernes et de chasse, 

Veuillez rJ'abord udus familiariser avec la fonction et le maniement de 
I'arme conformemen! au manuel d instructian. SVP contaclez VDtre 
armurler pour des renseigiiEments delailles avant rutilisatiDn d& rarme. 
ATTENTION! 

Si V0U5 prenez une aime dans vos inaini, verifiez toujours si la cliamljrs cit vide et 
[lechargee. N'ave; pas i^onfiance a la deciaiation d'une autre personne, - 
Seulement sur vatre inspection. Pcintez la carabine vers le sol, auvrez la culasse, 
et inspectez la ctiambre, s! ie canon pour uous assure? qu'ils sont vitles (voir Maniement). 

L'usage d'armes de sport exige toujouts la plus grande attentian et les 
scrupules les plus niinutieux de la part de loutes les personnes participant au lir. 
Manipulez une arme toujours comnne si elie Slait chargee, mSme si vous vous Kes 
assurS du contraire. 

Conservez les armes et les munitioris sous cle, dans [les ericfroits separes. an-deliors 
de ia portee d' eolants. 

N'abanitomez jamais voire arme sans surveillance. 

He vtsez jatnais ties personnes et ne nianiez jamais I'arme avec negligBnce, peu 
importe qu'elle soil ctjargee ou - comme on poiirralt le croire - nor cfiargee. 
Veuillez prendre en consideration que mime raime la plus siira peut, suite a un 
maniement non idoine, tlevenir dangereuse et poui vous-mSme et pour d'aulres 
personnes, 

Veuiilez toujours observer: Ne posez jamais )e doigt sur la detente, sauf pout le tir 
vouiu. 

N'usez jamais de force lors du maniement, du dSmontajB et du montage. 

Ne coraptez jamais sur la surete d une arme. La stjrete n'est qu'une piece ttiSchanique, 

pas une compensation pour im manque (fattention 

Auant le nettoyage. 11 faut decharger I'arme. 

II faut toujnuts decltarger i'arme avanl d'entror dans un batiment et avant de tnonter 
dans une voiture, un liateau etc. 

Auani de titer, 11 faul contrSier ia clble et ies environs que TOils pourriez 
eventuelienient touctier. 

Ns consommez jamais ni alcooi ni drogues avant et pendant le tir. 
Ne tournez jamais la bouche de I'arme vers mus-meme. 

li ne faut 6galement pas traverser une ciBturc ou nn fosse ou mooter sur un arbre avec 
I'arme cliatgee. 

Cliargez et decliargez Tarme taujours avec le canon tourn^ dans ure direction sure, 
Ne jamais denoser I'arme anec le systeme arme. 

Ne tirez jamais sur une sjriace dure ou dans i'eau ... les cartouches pourraient 
ricoclier. 



Ne mettez jamais la mam sur la bouche du canon, 

il ne faut jamais lalsser une arme sans surveillance. Elie pourrait lomber et se 

dectiarger. 

Utilisez toujours un casque anti-bruit et des lunettes de tir, 
II faul contrfiier les i;artoucNes poui ie calibre juste. 

Des carlouclies vleilles ou recnargees peuveni elre dangereuses. tJous ne recommenfloris 
pas i'dsaje. 

Attentinni Beaucoup de marques de munition se ressombient. II laut seaiement 
uliliser la munition juste dans i'arme! 

Chargez votre arme uniquement sut la place de tir et dechargez-la avant de quitter la 
place de tir. La distance minimum ertre lireur el spectateur doit elre en minimum Itois 
metres- 

Ne pottez jamais une arme dans la poche, la serviette, la ceinture etc, li faut toujours 

avoir un etui assorti avec une termeture. 

Ne manipulez jamais le mecanisme de la detente. 

Veuillez prendre en consideration que i'arme doit etre verlfl^e par iin speciaiiste en cas 
d'influences extctieutes, comme par exempie en cas ds corrosion ou si I'arme est 
tomCee, etc. 

Un maniement incorrect et un entretien incomplel peuvent porter attemte Ji la fonction 
et la surete de I'arme. Assurei-vous que ie canon est vide el nei, et n'est pas obslrue. 
En cas de manipulations non idoines du mecanisme, de dommagBs ou de 
moiJiflcations par des tiers, le fabrlcant est dispense de loute rSclamaJion de garanlie. 
Seuis des specialistes autorises peuvent eWeduer des modltications de I'arme. 
Ne jamais deposer I'arme armee, 

Eviter de titer a vide pour preserver des parts d'usure ou de rupture. 
Attention: MSnne une amic 4 toute eprouve peut Oevenir dangereuse pour vous et 
pour d'aulres si vous I'abuscz, Poilez i'arme toujours avec prudence. 
Aucune garanlie en cas d'abus. 

Attention: L'arme elle-memB ne contient pas de plortib Mais on peu! uliiiser dans 
rarnie des inunitions en piomb ou des munitoiis qui contiennent des particuies de 
plomb, Aux Etats-Unis, I'Etat de Caiifornie affiime que ceia petil causer un cancer, ou 
des anomalies chez les futiirs noiiveaux-ries, ou de la toxlcite teptoductive. Nous 
prevenons alors tous les gens qui tirenl avec une arme ainsi que tous ceux qui se 
trouvent a cote d'un lifeur ou pres d'une personne qui nettoJe une arnie. 11 laut prend- 
re toutes ies precautions necessaires pour proteger sa sante conhe le plomb. Evilez ie 
contact direct avec le plomb en vous servant de I'arme el lavez-iious les mams apres 
usage. Pendant le tir a I'lnterieiir, une bonne aaralion est indispensable, 
Vnuille? tnujDiirs a cr, que a manuel d'instructiiin soil joint a I'arme. en 
particulier st celle-ci est vendue, pretee on cedee d'une maniere 
quelCQnque a des tiers. 

Si vouz avei des questions relatives i I'armo ou S son maniement, vcuiflez nous 
contacter. 



Garantie 
Guarantee 
Bulletin 



Fiir jede WEIHflAUCH-Waffe geben wirdie brancfientibliche Garantie bis 
zu eiitem Jahf. 

Ausgerelfte Konstruktionen. Lehrenhaitigkeit und bestgeeignetes Materia! 
burgen fiir lange Lebensdauer und zuverlassige Funktion. 

Schaden, die tlurcli unsacligemalle Behandlung oier normaie AhnuUung entstehen, 
auDh feder- und DichtungsscJiaden, sind verstandiicherweise ausgenommen. 



Every WEIHUAUCH Arm is guaranteed on the usual conditions up to one year. 

Sopt)jstlcated designs, accuracy to gauge and the most suitable material ei^sure long 
l\h and reliable function. 

Damage due to Improper handling or normal wear and tear, including damage to 
springs and seals are of course excluded. 



Nous offroTts pour chacune de nos armes WEtHHAUCH la garantie habituelle d'un an. 

Une excellente construction de I'arme stir des principles qui ontfeit leurs preuves, 
et une parfaite qualite du materiel, sont garsnts d'un bon fonctionnement et de 
longevite. 

Toutes deteriorations provenant d'un mauvais maniement ou d'une usure normaie, 
y Gompris ceiles des joints ou ressorts, sont exclues. 
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